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CO -OPERATION DEPARTMENT 


The 28th September, 1979 . 


No. 8799 -C1-79 /39472. — Sarvshri Chand Singh and Satya Parkash , Assistant Registrar , and Shri P.N. 
Bhardwaj, Leather Expert , Co -operation Department, who appeared in the departmental examination in accounts 
held in the month of July, 1979, have qualified in the said examination . 


ROSHAN LAL SHARMA , 

under Secy . 


ANIMAL HUSBANDRY DEPARTMENT 


The 9th October, 1979 


No. 8454 -AH (4) -79/23352. - The result of the Departmental Examination in Accounts held in 
July , 1979 is declared as under : 


Roll No. 


Name of the Officer 


Remarks 


Serial 
No. 


1 


221 


Fail 


Sarvshri 
Kamlesh Chander Saini, V.S. , Incharge 

Mobile Veterinary Unit, Kanina at Narnaul, 
D. P. A. P., Narnaul 


2 


222 


Fail 


Mohinder Singh V.S., Incharge , C. V. H., 

Mundlada (Sonepat) 


3 


223 


Dharam Pal V. S. , C. V. H., Sisana (Soncpat) 


Fail 


L 


4 


224 


Pass 


Om Parkash V.S. C. V. H., Sissi (Hissar ) 
Devki Nandan V. S., Sheep Centre , Khadar 

(Hissar) 


5 


225 


Fail 


6 


226 


Fail 


7 


227 


Fail 


8 


228 


Fail 


9 


229 


Fail 


10 


230 


Pass 


11 


231 


Pass 


12 


232 


Fail 


Ashok Kumar Gulati, V.S., C. V. H., 

Kunjpura (Karnal) 
Ram Narain , V. S., Incharge, C. .V . H., 

Kachhava (Karnal) 
Maha Singh Sindhu , Assistant Project Officer 

(Animal Husbandry) SFDA , Rohtak 
Dharam Vir , V. S. , Incharge , Sheep and Whool 

Centre, Chuli Bagana ( Hissar ) 
Amar Natb Goyal, Seman Bank Officer, Pehowa 

(Kurukshetra ) 
Basant Kumar Nagpal, V. S., Incharge , Civil 

Vety . Hospital, Jakholi , (Sonepat) 
Rameshwar Lal Sharma, V. S., Mandi Adampur 

(Hissar ) 
Shyam Kumar Aggarwal, V. S .. Haryana Vety . 

Vaccine Institute , Hissar 
Narian Sahu , R. V. S., C. V. H., Panipat 
Ram Sawrup Sindhu , V.S., DPAP, Rohtak 
Satya Narain Garg , V. S. Directorate of 

Animal Husbandry, Haryana , Chandigarh 
Satya Pal Pawar, V. S. , D.P.A.P., Rohtak 
Ajit Singh Dangi, V. S., Incharge, C. V. H., Jhojbu 

Kalan (Bhiwani) 
Bahadur Singh Sisodia , V. S., Incharge, 

Vety . Hospital, Bauad Kalan ( Bhiwani) 
Ram Kishan Nain , V. S. , Incharge , Vety . 

Hospital, Mundis Khera (Mahendragarh ) 


13 


233 


Fail 


14 
15 
16 


234 
235 
236 


Fail 
Fail 
Pass 


17 
18 


237 
238 


Pass 
Fail 


19 


239 


Fail 


20 


240 


Pass 


